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| CHART A . ; 
The Numbers below Correspond with the Vertebrae as marked on this chart. 
Arms: 5-6-7 Cervical and | Dorsal, also 5 and Rectum: 5 Lumbar to 4 Sacral. 
2 6 Dorsal. © | Kidneys: 11 Dorsal to 2 Lumbar. — 
gy | Bladder: 5 Lumbar to 5 Sacral, also 11 and 12 cn | Lungs: I to 9 Dorsal. 
fx] orsal. : tx] | Legs: | to 6 Cervical and 12 Dorsal down. 
cf Ear & Eye: 2 and 3 Cervical and 2 and 3 Dorsal. rs Ovaries: 9 to | 1 Dorsal. | 
tz] | Gall Bladder and Liver: 6 to 12 Dorsal. tj | Prostate Gland: 10 Dorsal to 5 Lumbar. 
= | Heart: 3 Cervical to 5 Dorsal. Z| Stomach: 6 to 9 Dorsal. : | 
fl | Head: 1 to 6 Cervical. . fx] | Uterus: (Womb) 8 Dorsal down to 4 Sacral. _—_ 
fb | Intestines: 9 Dorsal to | Lumbar, and | to 5 p.| Male Sexual Organs: 10 Dorsal down to end — | 
Lumbar. , of Spine. ; 
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